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Date: 09-08-2022 Health Bulletin Time: 6:00 PM 
ч К Ен IM EE I uM НИНИН 
X Positive Today: 239 л Recovered Today: 264 
XX Death Today: 02 X) Active Cases: 1639 
S""' Sample Positivity today: 13.61% R% Recovery Percentage: 94.51% 
- Total cumulative Positive COVID-19 detected since 01.01.2022: 100257 
. Total Number (96) of COVID-19 Patients Treated/ Cured since 01.01.2022: 94749 (94.5140) 
Total Number (96) of COVID-19 patients migrated out of state since 01.01.2022: 3566 (3.56%) 


. Total Number (46) of COVID-19 Deaths since 01.01.2022: 303 (0.30%) 
. Number of samples found negative for COVID-19 today: 1517 
. Total number of samples sent for COVID-19 testing today: 1401 
. Total number of cumulative samples found negative since 01.01.2022: 1452181 
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Detailed Status of Sample Tested 


- Мегайуе ss Positive 
Negative 3 Positive : 
2 Cumulative " Cumulative 
in last 24 Н in last 24 Е 
hours Smee hours Sime 
01.01.2022 01.01.2022 


Dehradun xo | as 
Haridwar 143 346 
Details of Districts having Positive COVID-19 Cases 

Almora 4751 4281 56 4 416 
Bageshwar 2140 2019 21 0 100 
Chamoli 3295 3157 19 3 116 
Champawat 1968 1927 18 1 22 
Dehradun 37341 35964 768 192 417 
Haridwar 13798 13362 170 28 238 
Nainital 12428 12048 294 31 55 
Pauri Garhwal 5456 4390 66 19 981 
Pithoragarh 2627 2458 21 4 144 
Rudraprayag 2879 2676 66 2 135 
Tehri Garhwal 2569 2092 26 7 444 
U.S. Nagar 9131 8732 78 6 315 
Uttarkashi 1868 1643 36 6 183 

Total 100257 94749 1639 303 3566 
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Hospital Wise Death 


HET Е No. of 
District Name of the Hospitals Deaths 
Dehradun | AIIMS Rishikesh, Dehradun 1 

Haridwar | AIIMS Rishikesh, Dehradun 1 

Grand Total 2 


Check Your 
COVID-19 Test Results Online on report.icmr.org.in 
or Scan the QR Code Below 
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COVID-19 Vaccination 


9th August 2022 


* Sessions Held Today: 540 
* Number of Beneficiaries Vaccinated Today: 11272 
* Total Number of Beneficiaries Partially Vaccinated: 9085580 
* Total Number of Beneficiaries Fully Vaccinated: 8635146 
* Total Number of Beneficiaries Given Precaution Dose: 1360166 
Details of Beneficiaries Vaccinated in Uttarakhand 
T > Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
m 12-14 12-14 15-17 15-17 s n s " Precaution 1st 
giis ve Yrs | veas ist | years р | Dose б б m n P tela sce 
ien ane Dese Arm Dose Coverage | Coverage | Coverage | Coverage | Coverage | Coverage GNE eng pose 
Dose Dose Coverage | Coverage Dose 
Almora 20434 14478 29383 24115 384521 358777 6024 6034 9959 9765 68496 77 177 
Bageshwar 10393 8409 14149 13251 186422 173217 2515 2521 2323 2403 44379 60 14 
Chamoli 15238 14216 19746 19271 275332 272151 3988 4024 6494 6641 69591 56 15 
Champawat 10925 8743 13530 13005 185133 173979 2257 2319 7591 7537 35175 5 133 
Dehradun 68996 46853 103401 82088 1582724 | 1491919 37249 36742 30674 31340 304742 403 4062 
Haridwar 74081 37827 83872 53916 1522198 | 1469232 17792 17650 48486 48491 216575 102 1500 
Nainital 42748 28048 53516 42371 7760004 742242 14196 14014 20120 20246 131703 185 1776 
Pauri 22740 17728 32735 31061 456151 439392 7926 7949 7108 7204 102708 11 237 
Pithoragarh 16408 12440 23782 21033 328338 320345 4097 4115 8324 8418 47600 23 306 
Rudraprayag 8866 6656 12625 11147 174587 161073 2466 2456 2692 2714 35269 4 69 
Tehri 23547 21807 31341 30585 401822 370798 6254 6319 4930 5056 96499 37 532 
US Nagar 62591 53480 93590 90803 1361425 | 1393947 12506 12631 34808 34080 154803 57 1378 
Uttarkashi 13507 10438 18310 16805 237223 228228 3463 3489 5004 5114 52626 2 51 
Total 390474 | 281123 | 529980 | 449451 | 7855880 | 7595300 | 120733 | 120263 | 188513 | 189009 | 1360166 | 1022 | 10250 


